FIGURE 78. The Van de Graaff electrostatic generator. The tre-
mendous voltages obtainable with this device are useful in subatomic
research and find practical application as well. Recently, the principle
was used by Professor John G. Trump in designing a million-volt x-ray
installation capable of producing a highly penetrating radiation sur-
passing in intensity the gamma-ray output of all the radium yet refined.
(Photograph courtesy Professor R. J. Van de Graaff.)